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Request 1D 

Requester Name 

Organization 

Received 

Date 

Request Description 

HO-2018- 

Cassano, J ay 

MuckRock 

News 

09/07/2018 

Emails between to and from Debra 

Tekavec of Carnegie Mellon University. 1 
am requesting such records for dates 
4/1/2015 throuqh 12/31/2016. 

01363-F 


HO-2018- 

Isselhard, Alan 

Great Lakes 
Wind Truth 

09/04/2018 

Seeking the document that discloses the 
Levelized Cost of Energy (LCOE)for the 
Icebreaker Windpower Inc. offshore wind 
project project planned for Lake Erie 
northwest of Cleveland, Ohio. The part of 
the document Im seeking is the page(s) 
dealing with the LCOE value(s) and not 
the entire document itself. 

01566-F 


HO-2018- 

Marlow, J oseph 


09/04/2018 

All information on how much money K-9 
Search on Site. LLP. has received in 
contracts since 2012 to present. 1 would 
also like to have any information of 
monetary penalties brought against (K-9 
Search on Site ) 1002 Floyd Culler Ct, Oak 
Ridge, TN 37830 # (865-483-4422) from 
investigations brought against them from 
2012 to present. 

01567-F 


HO-2018- 

Shoaff, 

Nathaniel 

Sierra Club 
Environmental 
Law Program 

09/05/2018 

Energy Information Administration (ElA) 
records pertaining to the Wright Area coal 
leases, located in Wyoming. This includes, 
but is not limited to, any communication 
with officials or staff at the Department of 
Interior and Bureau of Land Management 
("BLM"), any notes of communications, 
emails or other correspondence with any 
relevant BLM or DOI field offices including 

01569-F 

























the BLM High Plains District Office and 

BLM Wyoming State Office. The leases are 
referred to as the North Hilight, South 
Hilight, North Porcupine, South Porcupine, 
and West Jacobs Ranch Leases. For each 
request detailed below, the dates of the 
request are for all information and records 
from September 15, 2017 to the present 
(September 5, 2018, or the date of the 
records search, whichever is later). We 
further request all records, emails, notes, 
or other documents pertaining to the 
above referenced leases in possession of 
Greg Adams, Team Lead, Coal Analysis, 
U.S. Energy Information Administration, 
and all records, emails, notes, or other 
documents in the possession of Paul 

Kondis, Research Analyst, U.S. Energy 
Information Administration. Sierra Club 
requested this information and records 
relevant to these leases from the El A on 
two prior occasions. In letters from 
Alexander C. Morris, FOIA Officer, Office of 
Public 1 nformation, dated J uly 23, 2018 
and April 16, 2018, the Department of 
Energy indicated that "EIA completed its 
search but did not locate any documents 
responsive to your request." Letters from 
Alexander C. Morris, p. 2. In BLM's 
recently released draft Environmental 
Assessment for the Wright Area Coal 
Leasing, BLM identified the two EIA 
staffers named above, Greg Adams and 
Paul Kondis, as "reviewers and 
contributors." (Draft EA at 32). We 
additionally request EIA search all 
communications, emails, notes and other 
materials related to communication 
between anyone at EIA and the following 
individuals, to determine whether 
responsive documents exist: Sarah 

Bucklin, BLM High Plains District Office; 
Steve Wright, BLM High Plains District 
Office; Tim Wilson, BLM Wyoming State 
Office; Duane Spencer, BLM Wyoming 

State Office; Delissa Minnick, BLM 

Wyoming State Office; Walter Loewen, 

BLM Wyoming State Office; Jessica 

Montag, BLM Wyoming State Office. These 
individuals were also identified by BLM as 
"reviewers and contributors" to the Wright 
Area Draft EA. 

HO-2018- 

Potter, Ellie 

S&P Global 
Market 

1 intelligence 

09/05/2018 

An electronic copy of the following 
documents be provided to me: any emails, 
documents, meeting notes and meeting 
schedules, recorded meetings or phone 
calls and any other communications that 
may have occurred within the Department 
of Energy's Office of Fossil Energy, 
specifically the offices of Joseph Giove, 
director of coal business operations, 

Steven Winberg, assistant secretary for 

01572-F 















fossil energy, and Doug Matheney, Special 
Advisor to the Secretary, that contain the 
words "Lighthouse Resources" and/or 
"Millennium Bulk" from July 1, 2017, 
through August 31, 2018. 

HO-2018- 

01573-F 

Spatz, Charlie 

MuckRock 

News 

09/05/2018 

Please provide all emails and attachments 
in possession of Alex Fitzsimmons (EERE) 
or Daniel Simmons (EERE), exchanged 
with any employees of the following 
organizations: American Gas Association 
(@aga.org) American Public Gas 
Association (@apga.org) Spire Energy 
(@spireenergy.com) Sempra Energy 
(@semprautilities.com) Nation al 
Association of Home Builders (@nahb.org) 
Air-Conditioning, Heating, and 

Refrigeration Institute (@ahrinet.org) 
Please constrain the search between 
January 1st 2017 and the processing date 
of this request. 

HO-2018- 

01574-F 

Donovan, Mary 


09/06/2018 

Seeking verification of my late husband's 
employment at the atomic enrichment 
plant in Portsmouth, Ohio from Aug. 1, 
1968 to Sept. 30, 1993. 

HO-2018- 

01576-F 

Albright, 

Douglas 

Actuation Test 

Equipment 

Company 

09/07/2018 

Any memos and emails regarding funding 
efforts for DOE Bonneville Power 
Administration Regional Hydro 

Optimization Team (HOT). 

HO-2018- 

01577-F 

Bogardus, Kevin 

E&E News 

09/10/2018 

All logs of correspondence that record 
letters from members of Congress to the 
Department of Energy from Aug. 1 to Aug. 
31, 2018. 

HO-2018- 

01578-F 

Bogardus, Kevin 

E&E News 

09/10/2018 

Request all documents related to the 
Department of Energy employees' ethics 
waivers in resolving financial conflicts of 
interest from Aug. 1 to Aug. 31, 2018. 

HO-2018- 

01580-F 

Bogardus, Kevin 

E&E News 

09/10/2018 

All records concerning FOIA request logs 
maintained by the Department of Energy 
from Aug. 1 to Aug. 31, 2018. 

HO-2018- 

01581-F 

Bogardus, Kevin 

E&E News 

09/10/2018 

All records concerning Energy Secretary 
Rick Perry's schedule from Aug. 1 to Aug. 
31, 2018. 

HO-2018- 

01582-F 

Bogardus, Kevin 

E&E News 

09/10/2018 

All records concerning Deputy Energy 
Secretary Dan Brouilette's schedule from 
Auq. 1 to Aug. 31, 2018. 

HO-2018- 

01583-F 

Bogardus, Kevin 

E&E News 

09/10/2018 

List of "special government employees" 
(SGEs) employed by the Department of 
Energy from Aug. 1 to Aug. 31, 2018. 

HO-2018- 

01584-F 

Bogardus, Kevin 

E&E News 

09/10/2018 

All records concerning logs documenting 
who has visited the Department of 

Energy's (DOE) headquarters, the James 

V. Forrestal Building, at 1000 

Independence Avenue SW, Washington, 

DC 20585 from Aug. 1 to Aug. 31, 2018. 

HO-2018- 

01585-F 

Bogardus, Kevin 

E&E News 

09/10/2018 

All responses to Questions for the Record 
provided to Congress from the 

Department of Energy from Aug. 1 to Aug. 
31,2018. 

HO-2018- 

01586-F 

Bogardus, Kevin 

E&E News 

09/10/2018 

All records concerning communications 
between any individuals affiliated with 
and/or employed by the Department of 















































Energy's Office of the Secretary and any 
individuals affiliated with and/or employed 
by the Trump Organization, the Ivanka 
Trump apparel and accessories brand, the 
Kushner Companies and/or Observer 

Media from Aug. 1 to Aug. 31, 2018. 

HO-2018- 

Bogardus, Kevin 

E&E News 

09/10/2018 

Communication records sent to and from 
the following individuals at the 

Department of Energy related to the 
preparation, creation, release and 
reaction, including but not limited to 
emails from a who.eop.gov domain, to the 
Sept. 6, 2018 tweet by Energy Secretary 
Rick Perry that says "1 am not the author 
of the New York Times OpEd, nor do 1 
agree with its characterizations. Hiding 
behind anonymity and smearing the 
President of the United States does not 
make you an 'unsung hero', it makes you 
a coward, unworthy of serving this 

Nation." from Sept. 5 to 12, 2018: Rick 
PerryDan Brouillette Brian McCormack Dan 
Wilmot Shaylyn Hynes Kelly Love 

01587-F 


HO-2018- 

(b) (6) 

Davis Wright 
Tremaine, LLP 

09/10/2018 

Copy of any FOIA request made to the 

DOE ((b) (6) 

since J une 5, 2018, that sought 
documents related to the DOE OIG's 
Whistleblower Investigation 17-0001-W 
Busselman v. Battelle Memorial Institute, 
and any document from the DOE that 
acknowledged receipt of any such FOIA 
request. 

01588-F 


HO-2018- 

Hamilla, 

Zachary 

Mt. Hood 

Community 

College 

09/10/2018 

All e-mails sent or received by Rick Perry, 
Secretary of Energy, on Wednesday, 
October 18, 2017. 

01589-F 


HO-2018- 

Abadi, Aaron 

NEG National 

09/10/2018 

Senator Tammy Duckworth of Illinois 
made a specific request, requesting all 
communication between Franklin Haney 
and the Department of Energy. Franklin 
Haney is the developer that purchased 
Bellefonte Nuclear Plant in Alabama, and it 
is said that he is looking for a loan from 
the Dept of Energy. My Company was the 
other bidder and lost the bid to Mr. Haney. 
We would like to know the same 
information. Is it possible for us to get 
copies of whatever is being sent to the 
Senator? 

01593-F 


HO-2018- 

Lewis, J ohn 

Democracy 

Forward 

Foundation 

09/10/2018 

1. All correspondence, including any 
attachments, regarding the approval 
process for issuance and cancellation of 
DOE's Solar Energy Technology Office FOA 
FY 2018 (eventually titled DOE-FOA- 
0001840) and issuance of DOE's Advanced 
Solar Systems Integration Notice of Intent 
(eventually titled DOE-FOA-0001986), 
sent to or from the following individuals 
[hereinafter "Covered Individuals"]: a. 
Cathy Tripodi, Acting Assistant Secretary 
(EERE) b. Brian McCormack, Chief of Staff 
c. Mark Menezes, Under Secretary for 

01594-F 





























Energy d. Sophia Varnasidis, Chief of 

Staff, Under Secretary for Energy e. 

Daniel Simmons, Acting Assistant 

Secretary (EERE) f. Alex Fitzsimmons, 

Chief of Staff (EERE) g. Kevin Jayne, 
Special Advisor to the PDAS (EERE) h. Tim 
Unruh, Deputy Assistant Secretary, 
Renewable Energy 1. Ian Hamos, Chief of 
Staff, Renewable Energy j. Jennifer 

Garson, Chief of Staff, Renewable Energy 
k. Charlie Gay, Director, Solar Energy 
Technologies Office 1. Beccajones- 
Albertus, Deputy Director, Solar Energy 
Technologies Office m. Bindu Jacobs, 
Deputy Assistant Secretary, Operations 
(EERE) n. Leslie Pezzulo, Chief of Staff, 
Operations (EERE) o. John Barth, Budget 
Director (EERE) p. Derek Passarelli, 
Director, Golden Field Office q. Diana 

Bobo, Grants Manager, Golden Field Office 
r. Clay Pfrangle, Grant Management 
Specialist, Golden Field Office s. Bruce 
Walker, Assistant Secretary, Office of 
Electricity t. Karen Evans, Assistant 
Secretary, Cybersecurity, Energy Security, 
and Emergency Response u. Catherine 
Jereza, Deputy Assistant Secretary, 
Transmission Permitting and Technical 
Assistance v. John Vonglis, Chief Financial 
Officer w. Christopher J ohns, Director of 
Budget (CFO) 2. All correspondence, 
including any attachments, regarding 

Acting Assistant Secretary Tripodi's use of 
the terms "political", “midterms", or 
"geographic diversity", sent to or from the 
Covered Individuals. 3. All 
correspondence, including any 
attachments, regarding the cost of the 
merit review process for part or all of 

DOE's Solar Energy Technology Office FOA 
FY 2018 (eventually titled DOE-FOA- 
0001840) or DOE's Advanced Solar 
Systems Integration Notice of Intent 
(eventually titled DOE-FOA-0001986), 
sent to or from the Covered 1 ndividuals. 4. 
All correspondence, including any 
attachments, regarding the use of dollars 
appropriated for the Solar Energy 
Technologies Office to other applied 
energy offices, including, but not limited 
to, the Office of Electricity Delivery and 
Energy Reliability (OE) and the Office of 
Cybersecurity and Emergency Response 
(CESR), sent to or from the Covered 
Individuals. The time period for this 
request is March 23, 2018, to the date the 
search is conducted. 

HO-2018- 

Weismann, 

Anne 

CREW 

09/11/2018 

Copies of records sufficient to show all 
travel taken or planned by all 
presidentially-appointed Senate confirmed 
("PAS") officials in the Energy Department 
to any event attended by a sitting 

01595-F 















member of the United States House of 
Representatives in that member's district 
between May 1,2018 through November 

6, 2018. Copies of records sufficient to 
show all the political events to which PAS 
officials in the Energy Department 
traveled from J anuary 20, 2017 to the 
present, identifying the event, agency 
participants, and the costs of each trip. 
Copies of records sufficient to show all the 
political events PAS officials in the Energy 
Department are scheduled to attend in 
2018, including but not limited to those 
events expected to have mixed travel, 
i.e., travel for official and political 
purposes, identifying the event, agency 
participants, and anticipated costs of each 
scheduled trip. Copies of records sufficient 
to show the formula the Energy 
Department uses to apportion costs 
incurred during travel that has both official 
and political components. Copies of all 
records concerning how the Energy 
Department ensure compliance with the 
Hatch Act's restrictions on political travel. 

HO-2018- 

01596-F 

McCormick, 

Mike 


09/11/2018 

Copies of all videos created in 2017 and 
2018 of PUREX Tunnel #2 at the Hanford 
Nuclear Reservation as discussed at the 
public hearing regarding permit 
modification held in Seattle 09/05/18. 

HO-2018- 

01597-F 

Cox, J oseph 

MuckRock 

News 

09/11/2018 

- All emails sent between staff about, 
related to, or concerning deepfakes from 
1st J anuary 2018 to the present. - All 
emails sent between staff and outside 
parties about, related to, or concerning 
deepfakes from 1st January 2018 to the 
present. - All presentations about, related 
to, or concerning deepfakes from 1st 

I anuary 2018 to the present. - All talking 
points/minutes of meetings about, related 
to, or concerning deepfakes from 1st 

I anuary 2018 to the present. 

HO-2018- 

01599-F 

(b) (6) 


09/11/2018 

Provide all records related to visits to or 
from the DOE/NETL medical unit regarding 

(b) (6) 

HO-2018- 

01600-F 

Friedlander, 

Matthew 

Holland & 
Knight LLP 

09/11/2018 

Copies of any documents indicating the 
presence of asbestos-containing insulation 
within the steam lines of the central plant 
of the Savannah River Site in Savannah 
River Site in South Carolina, from 1977 to 
1983, contained in the records of the 
Department of Energy. 

HO-2018- 

01602-F 

Hendrickson, 

Michael 


09/12/2018 

Full disclosure of al files, records, data, 
and/or the information maintained by your 
office for the person identified as: Michael 
Hendrickson 

HO-2018- 

01608-F 


DOE-NNSA 

09/12/2018 

Between Apr - Sep 2018, the NNSA NA-LA 
Field Office contracted for an investigative 
report of alleged misconduct. Please 
provide a copy of this report and its 


































available supporting 
documentation/evidence file. 

HO-2018- 

01610-F 

Spalding, Adam 


09/13/2018 

Information to verify services provided to 
DOE from US EC/prior site contractors at 
PGDP, specific to Fire/Emergency Services 
and the firefighter labor category. These 
documents could include work 
authorizations, audit reports, emergency 
response event documents and 
photographs referencing dates February 1, 
1992 through | uly 2014. 

HO-2018- 

01612-F 

McClain, Colin 

Humphrey, 
Farrington and 
McClain 

09/13/2018 

Inspections and reports from Latty Avenue 
Sites, Saint Louis, MO and Westlake 
Landfill, Bridgeton, MO dated November 

17, 1970 and April 10, 23, and 24, 1974 
regarding Cotter Corporation License No. 
SUB-1022, 

HO-2018- 

01613-F 

Dixon, Darius 

Politico 

09/11/2018 

FOIA logs of requests submitted to Energy 
Department headquarters FOIA office 
between Jan. 1, 2018 through Sept. 1, 
2018. 

HO-2018- 

01614- F 

Brown, J eremy 

Cherokee 

Nation 

Environmental 

Solutions 

09/13/2018 

Copy of the investigation results from the 
investigation requested 2/14/2018, 
investigation results received date of 
8/23/18 to ensure any future applications 
contain the correct information to avoid 
any future delays. 

HO-2018- 

01616-F 

UZ, Dilek 

University of 
Nevada, Reno 

09/17/2018 

Information related to the recipients of the 
investment tax credits for rooftop solar 
installations through the Energy Policy Act 
of 2005 

HO-2018- 

01617-F 

Shan, Yogi 


09/17/2018 

All documents, records, memos, etc. 

(dated greater than 2010) about or 
containing the phrase "Death's Twilight 
Kinqdom" [a book title]. 

HO-2018- 

01618-F 

Battle, J oyce 

The National 
Security 

Archive 

09/17/2018 

All documents including but not limited to 
background papers, briefing papers, core 
papers, emails, key issue papers, memos, 
National Security Council briefing 
materials, presentations/slides, summary 
documents, transition background 
materials, and transition papers concerned 
in whole or in part with U.S. policy toward 
Iraq prepared or compiled for incoming 
Secretary of State Hillary Clinton, who 
took office on 21 lanuary 2009. 

HO-2018- 

01619-F 

Hunt, Aidan 

Student 

09/18/2018 

Emails, filings, or letters dated within the 
last 90 days discussing the Yucca 

Mountain repository. 

HO-2018- 

01620-F 

Pascarelli, 
Eugene/J oseph 


09/18/2018 

FOIA request on Q Anon (e.g. whether 
anyone in DOE is leaking information on 
4chan, 8chan, reddit, through Donald 
Trump's twitter account, any all connected 
claims with "0 Anon" or "0 Clearance 
Patriot".) 

HO-2018- 

01621-F 

Healy, Robyn 

Campbell & 

Company 

Advertising 

09/18/2018 

Awarding information for a proposal from 
Colorado Springs Utilities titled "Social 
Media Intelligence Platform" (solicitation 
#: RFP-KO-138741r ; state contract). The 
deadline for this was April 4, 2018. 1 
request awardinq information for this 









































proposal, including the awardee, awarding 
amount, awarding date and any other 
applicable information. 

HO-2018- 

01622-F 

Pitts, Byron 

1 nfor 

09/18/2018 

Requesting industry RFP responses to RFP 
LMCP6620 dated 4/4/18. 

HO-2018- 

01623-F 

Battle, J oyce 

The National 
Security 

Archive 

09/18/2018 

All documents including but not limited to 
background papers, briefing papers, core 
papers, emails, key issue papers, memos, 
National Security Council briefing 
materials, presentations/slides, summary 
documents, transition background 
materials, and transition papers concerned 
in whole or in part with U.S. policy toward 
Iraq prepared or compiled for incoming 
Secretary of State Condoleezza Rice, who 
took office on 26 J anuary 2005. 

HO-2018- 

01624-F 

Pascarelli, 
Eugene/J oseph 


09/18/2018 

A list of names and assigned jobs for Q 
clearance holders for the last 10-20 years. 

HO-2018- 

01625-F 

Casey, Michael 

The 

Assocoiated 

Press 

09/18/2018 

All the data you submit to the Army Corps 
of Engineers' National Inventory of Dams 
for high hazard and significant hazard 
dams, including but not limited to the 
following fields: State or Federal Agency 

ID (Alphanumeric), Number Separate 
Structures (Number), Other Structure 1 D 
(Alphanumeric), Nearest Downstream 
City/Town (Alphanumeric), Distance to 
Nearest City/Town (Miles, Number), 
Downstream Hazard Potential 
(Alphanumeric), Date of Last Revision of 
Emergency Action Plan (Date), Condition 
Assessment (Alphanumeric), Condition 
Assessment Detail (Alphanumeric), 
Condition Assessment Date (Number). 

HO-2018- 

01626-F 

Cunningham, 

Stephen 

Bloomberg 

News 

09/18/2018 

Copies of email records of Bernard 
McNamee from the beginning of J une 

2017 to the end of October the same year. 

HO-2018- 

01627-F 

Pascarelli, 
Eugene/J oseph 


09/19/2018 

All records concerning Philip Schneider 
(correct spelling), pertaining to 
confiscation of nuclear materials in 
Schneider's possession under Atomic 
Enerqy Act in 1975. 

HO-2018- 

01628-F 

Saxton, Ryan 

Genscape 

09/19/2018 

Specific, individual respondent 
information/date for the Weekly Crude Oil 
Stocks Report (EIA=803), for weeks 
endinq Auq. 31, 2018 and Sept. 7, 2018. 

HO-2018- 

01630-F 

Byrne, Malcolm 

The National 
Security 

Archive 

09/19/2018 

Copies of memoranda, summaries, 
reports, briefing papers, and similar 
records related to the meetings, of which 
there were at least two, between 1 ranian 
Foreign Minister Mohammad J avad Zarif 
and Secretary of State John Kerry in 

Munich during the February 6-8, 2015 
Munich Security Conference. 

HO-2018- 

01631-F 

Glotin, Ilya 


09/19/2018 

Any records, on the US side, revealing 
possible involvement of Retired KGB 
General Georgiy Kobaladze's potential 
negligent leak of the specification of 
Russian anti-aircraft S-200 launch pad, 
resulting in the incident with Israeli F-16, 






































on September 17, 2018, resulting, 
unfortunately, in casualties, of an IL-20 
reconnaissance aircraft having been shot 
down by friendly fire. 

HO-2018- 

01632-F 

(b) (6) 

DOE/NNSA NA- 
44 

09/19/2018 

interview scores for 
the same job announcement for 

HO-2018- 

Evers, Austin 

American 

09/20/2018 

Records reflecting all communications 

01633-F 


Oversight 


(including emails, email attachments, text 
messages, messages on messaging 
platforms (such as Slack, GChat or Google 
Flangouts, Lync, Skype, WhatsApp, 
Facebook Messenger, Twitter Direct 
Messages, or Signal), telephone call logs, 
calendar invitations/entries, meeting 
notices, meeting agendas, informational 
material, talking points, any handwritten 
or electronic notes taken during any oral 
communications, summaries of any oral 
communications, or other materials) 
between James Nicholas "Nick" Ayers and 
any of the following DOE officials: 1. Rick 
Perry 2. Brian McCormack 3. Mark Maddox 
4. Raymond A. ("Tony") Casler 5. Paul 
Liben Please provide all responsive records 
from J anuary 20, 2017, to the date the 
search is conducted. In addition to the 
records requested above, American 
Oversight also requests records describing 
the processing of this request, including 
records sufficient to identify search terms 
used and locations and custodians 
searched and any tracking sheets used to 
track the processing of this request. 





HO-2018- 

01634-F 

Otts, 

Christopher 

WDRB News 

09/20/2018 

Copy of the application submitted by 

Braidy Industries Inc. for construction 
financing of a planned aluminum mill 
through the Department's Advanced 
Technologies Vehicle Manufacturing 
Program. 

HO-2018- 

01635-F 

Cao, Xiaoyin 

Carmen D. 
Caruso Law 

Firm 

09/20/2018 

1. All complaints of health or safety 
violations against Argonne National 
Laboratory or UChicago Argonne, LLC., 
filed by an employee of Argonne National 
Laboratory or UChicago Argonne, LLC., 
from J anuary 1, 2016 to the present. Such 
employee include without limitation, Mario 
Maenza. 2. All internal or external 
communications relating to the above 
complaints. 3. All documents, evidence, 
memo, notes, reports, recordings, and 
decisions relatinq to the above complaints. 

HO-2018- 

01638-F 

McFarland, 

Martha 


09/20/2018 

Regarding the May, 2018 DOE 140.1: 

Memo of J ustification for change from DOE 
M 140.1 to DOE O 140.1, all review 
documents and commentary from the 




























review process for this change, minutes, 
presentations, notes, agenda, handouts or 
other materials of any meetings related to 
this change, communication with other 
departments or governmental entities 
concerning this change, including but not 
limited to the DNFSB, OPI. Any documents 
related to conflicting opinions, impasse 
and resolution of those conflicting 
viewpoints. Any detailed financial impact 
analysis related to this change. All 
commentary from the RevCom processing 
of this change, including major and 
suggested changes, consolidation 
documents, comment review and 
resolution meetings and minutes. Fully 
executed approval memorandum. 

HO-2018- 

01639-F 

Pascarelli, 
Eugene/J oseph 


09/21/2018 

A list of names, locations, purposes, and 
maps of all DOE underground facilities in 
the US, constructed between 1940-2018. 

HO-2018- 

01640-F 

Pascarelli, 
Eugene/J oseph 


09/21/2018 

Records from 1940 to present that 
reference extraterrestrial life. Other 
keywords that may produce a hit on this 
request could be: aliens, extraterrestrial 
biological entities (E.B.E.), ultra 
terrestrial, inter dimensional beings, outer 
space life, project serpo. 

HO-2018- 

01641-F 

Wilkins, Elise 


09/21/2018 

List of all the uncashed/outstanding 
checks written by this department (6 
months or older). 

HO-2018- 

01646-F 

Korte, Gregory 

USA Today 

09/24/2018 

Any shapefile or similar GIS file of natural 
gas utility service areas in the United 
States. Please include any associated 
projection, coordinate, index and attribute 
files for the shapefile. 

HO-2018- 

01647-F 

Pascarelli, 
Eugene/J oseph 


09/24/2018 

A list of all DOE space programs/missions, 
from 1950 present day, both manned and 
unmanned. 

HO-2018- 

01648-F 

Pascarelli, 
Eugene/J oseph 


09/24/2018 

Lists, purposes, and documentation of any 
DOE equipment and facilities in, around, 
or under Taos, New Mexico. This relates to 
the purported "Taos Hum" 

HO-2018- 

01650-F 

Pascarelli, 
Eugene/J oseph 


09/24/2018 

All Documents pertaining to an alleged 
experiment called "the Philadelphia 
experiment" which may have actually 
taken pace on a ship off the coast of 

Rhode Island. 

HO-2018- 

01651-F 

Pascarelli, 
Eugene/J oseph 


09/24/2018 

A list of names, locations, and purposes of 
all underground facilities constructed from 
1950 to 2018 in the US. 

HO-2018- 

01654-F 

Beuster, Mike 


09/06/2018 

Any information regarding Radio Active 
Fallout data collected by AFTAC DET 205- 
Renamed Det 461 on Shemya AFB, Alaska 
(Eareckson Air Station, formerly Shemya 
Air Force base), between April 1973 and 
April 1974 - Possible negative affects on 
this veterans health due to any service 
connected exposure to radioactive fallout 
from AEC Atomic tests on Amchitka. 


































HO-2018- 

01655-F 

Bauer, Nick 

Democratic 

National 

Committee 

09/25/2018 

Copy of all calendars, agendas, or any 
other record of the schedule of Secretary 
Rick Perry from September 1, 2017 to the 
Present. The records requested should be 
fully expanded to show the date, time, 
place, attendees and purpose or subject of 
each meeting, event, speaking 
engagement, conference, phone call, 
business meal or other calendar item. 

HO-2018- 

01656-F 

Hampton, 

Elizabeth 

Reuters 

09/26/2018 

Documents from between 2010 and 
present related to a Department of Energy 
Project with General Electric for a 
pressurized posimetric pump. 1 am 
seeking any agreements the Department 
of Energy made with General Electric for 
the development of this project and 
purchase of the technology. Further, 1 am 
seeking any documents related to the 
development and progress of this project 
and its current status. 

HO-2018- 

01657-F 

Boren, Max 


09/26/2018 

1 am seeking data related to the incidence 
of Parkinson's disease reported among 
workers at these sites during and since 
these years. 

HO-2018- 

01658-F 

Warren, 

Barbara 

Citizens' 

Environmental 

Coalition 

09/26/2018 

At the West Valley Nuclear Waste Site, 

DOE sought the services of Stone 
Consulting & Design, which prepared a 
Track Inspection Report dated May 2017 
regarding the an on-site rail track to be 
refurbished and put back into service. Rail 
cars would ioin a main line off the site. 

HO-2018- 

01659-F 

Weatherby, 

Gregory 


09/26/2018 

Provide any and all information concerning 
my termination from the Idaho National 
Laboratory on February 15th, 2018. This 
will include any and all documentation or 
paperwork on the decision by the 
laboratory management to terminate 
me.This also includes any investigative 
processes, findings, and results from 
interviews, both internal to the 
government and externally. 

HO-2018- 

01660-F 

Hirji, Zahra 

BuzzFeed News 

09/26/2018 

Copies of all communication among 
Department of Energy staff, including but 
not limited to Dough Shoop and Anne 
White, and between DOE staff and its 
Hanford contractors CH2M Hill and WRPS 
relating and/or referring to the May 2018 
report: "Test Plan for the Radiochemical 
Analysis of MERV 8 Air Handling 1 ntake 
Filter." 

HO-2018- 

01661-F 

Hirji, Zahra 

BuzzFeed News 

09/26/2018 

All communication among Department of 
Energy staff, including but not limited to 
Doug Shoop and Anne White, relating 
and/or referring to the report titled: 
"Plutonium particle Examination by 
Scanning Electron Microscopy Analysis of 
Plutonium Finishing Plant Air Filters and 
Tech Smears. 

HO-2018- 

01668-F 

Narayanswamy, 

Anu 

The 

Washington 

Post 

09/27/2018 

Any and all email correspondence logs 
between Christine Diane Harbin, Senior 
Advisor for External Affairs, Assistant 






























Secretary for Electricity Delivery and 
Energy Reliability and any person 
employed with any of the following groups 
between January 20, 2017 to the date 
when this search is conducted: Americans 
for Prosperity 


HQ-2018- 

01669-F 


Narayanswamy, 

Anu 


The 

Washington 

Post 


09/27/2018Any and all email correspondence logs 
between Gary Michael Brown, Executive 
Advisor and any person employed with 
any of the following groups between 
January 20, 2017 to the date when this 
search is conducted: CODESPEAR, LLC 


HQ-2018- 

01670-F 


Narayanswamy, 

Anu 


The 

Washington 

Post 


09/27/2018Any and all email correspondence logs 

between Mark R. Maddox, Assistant to the 
Secretary, Office of the Secretary and any 
person employed with any of the following 
groups between J anuary 20, 2017 to the 
date when this search is conducted: 
General Synfuels International The 
Livingston Group (on behalf of Soitec) The 
Livingston Group (on behalf of 
I nterculture/Soitec) Calcasieu Refinery 
Company The Livingston Group (for Anglo 
American pic) The Livingston Group (on 
behalf of Noranda Aluminum) Arcadian 
Networks, Inc. The Livingston Group (on 
behalf of Riverbirch, I nc.) Gov Biz 
Advantage, Inc. Cline Resource and 
Development Company Arcadian Networks 
The Livingston Group (on behalf of Sasol 
North America, Inc.) Goldman, Sachs & 
Company Sasol Ltd. Maddox Strategies, 
LLC 


HQ-2018- 

01671-F 


Narayanswamy, 

Anu 


The 

Washington 

Post 


09/27/2018Any and all email correspondence logs 
between Mark Wesley Menezes, Senior 
Advisor, Office of the Secretary and any 
person employed with any of the following 
groups between J anuary 20, 2017 to the 
date when this search is conducted: 
ALLIANCE FOR FAIR POLE ATTACHMENT 
RULES Progress Energy Service Company 
Americans for Affordable Climate Policy 
CCS Alliance Invenergy LLC Berkshire 
Hathaway Energy(formerly known as 
MidAmerican Energy Holdings Company) 
XCEL ENERGY Gas Processors Association 
Community Power Alliance PPL Electric 
Utilities KOCH MINERAL SERVICES LLP 
MAGELLAN RESOURCES GROUP ENTERGY 
CLECO CORPORATION DUQUESNE LIGHT 
COMPANY PPL CORPORATION SOUTHERN 
COMPANY SERVICES, INC. BERKSHIRE 
HATHAWAY ENERGY (formerly 
MidAmerican Energy Holdings Company) 
DUKE ENERGY AMERICAN ELECTRIC 
POWER SERVICE CORPORATION EDISON 
ELECTRIC INSTITUTE HUNTON & 
WILLIAMS LLP 


HQ-2018- 

01672-F 


Narayanswamy, 

Anu 


The 

Washington 

Post 


09/27/2018Any and all email correspondence logs 

between Martin J. Dannenfelser, Assistant 
to the Secretary and any person employed 
with any of the following groups between 























January 20, 2017 to the date when this 
search is conducted: FAMILY RESEARCH 
COUNCIL 

HO-2018- 

Narayanswamy, 

Anu 

The 

Washington 

Post 

09/27/2018 

Any and all email correspondence logs 
between Melissa Figge Burnison, Assistant 
Secretary for Congressional and 
Intergovernmental Affairs and any person 
employed with any of the following groups 
between January 20, 2017 to the date 
when this search is conducted: Nuclear 
Energy 1 nstitute, 1 nc. 

01673-F 


HO-2018- 

Narayanswamy, 

Anu 

The 

Washington 

Post 

09/27/2018 

Any and all email correspondence logs 
between Robert Haus, Public Affairs 
Specialist, Office of the Secretary and any 
person employed with any of the following 
groups between J anuary 20, 2017 to the 
date when this search is conducted: Pew 
Charitable Trusts PolicyWorks 

01674- F 


HO-2018- 

Narayanswamy, 

Anu 

The 

Washington 

Post 

09/27/2018 

Any and all email correspondence logs 
between Sean Branley Cunningham, 
Executive Director, Office Energy Policy 
and Systems Analysis and any person 
employed with any of the following groups 
between J anuary 20, 2017 to the date 
when this search is conducted: ALLIANCE 
FOR FAI R POLE ATTACHMENT RULES 
Progress Energy Service Company 
Americans for Affordable Climate Policy 
XCEL ENERGY Community Power Alliance 
PPL Electric Utilities American Electric 
Power Service Corporation Duke Energy 
Edison Electric Institute FIRSTENERGY 
CORP PEPCO HOLDINGS, INC ENTERGY 
LENDI NG TREE, 1 NC SOUTHERN COMPANY 
SERVICES, INC. DUKE ENERGY AMERI CAN 
ELECTRIC POWER SERVICE 

CORPORATION EDISON ELECTRIC 
INSTITUTE HUNTON & WILLIAMS LLP 

01675-F 


HO-2018- 

Sankin, Aaron 

Center for 

1 nvestigative 
Reporting 

09/27/2018 

All documents and records from 
Department of Energy's Office of the 
Inspector General regarding QAnon. More 
specifically, 1 hereby request all 
documents, including (but not limited to) 
reports, memos, meeting agendas or 
notes, and both internal and external 
communications regarding the identity of 
QAnon, a supposed high-level government 
whistleblowers who claims to have "0 
Clearance," which only exists within the 
Department of Energy. Please limit the 
date range of this search to between 
October 1, 2017 and the date when the 
search for responsive records is carried 
out.? 

01676-F 


HO-2018- 

Narayanswamy, 

Anu 

The 

Washington 

Post 

09/27/2018 

Any and all email correspondence logs 
between Zead Haddad, Policy Advisor and 
Special Assistant to the Deputy Chiefs of 
Staff and any person employed with any 
of the following groups between J anuary 
20, 2017 to the date when this search is 
conducted: ICOR International Nature's 

01677-F 



























Fuel Darling International Inc. 
Environmental Defense FaegreBD 
Consulting B & D CONSULTING B&D 
Consulting 

HO-2018- 

01678-F 

Spatz, Charlie 

MuckRock 

News 

09/28/2018 

Please provide the following requested 
material for Sofie Miller, Office of Energy 
Efficiency and Renewable Energy. 1. 

Copies of the signed ethics pledges 
required under the Executive Order issued 
by President Trump on J anuary 28, 2017 
titled "Ethics Commitments By Executive 
Branch Appointees," for all political 
appointees hired since January 20, 2017. 

2. Copies of any written waivers relating 
to the ethics pledge required under the 
Executive Order issued by President 

Trump on January 28, 2017 titled "Ethics 
Commitments By Executive Branch 
Appointees." Please provide any waivers 
signed from January 20, 2017 up and until 
the date that you provide a response to 
this request. 3. Copies of any resumes or 
cover letters submitted associated with 
her hirinq. 

HO-2018- 

01679-F 

Lupu, Andrea 

The Regents of 
the University 
of California, 

UC Sa 

09/28/2018 

1. All correspondence, including email and 
other hard copy or electronic 
communications, presentations, memos, 
notes, and decision documents, related to 
Award No. DE-AR0000689 awarded to 
Marine BioEnergy, Inc. or related to the 
proposal(s) that led to that award, that 
mentions or refers to the evaluation, 
selection, approval, de-selection, and/or 
disapproval of UCSD and/or its named 
Principal Investigator Dr. James Leichter 
as a project participant, whether authored 
by DOE, Marine BioEnergy, Inc., or any 
other person. 2. All correspondence, 
including email and other hard copy or 
electronic communications, presentations, 
memos, notes, and decision documents 
related to Award No. DE-AR0000689 
awarded to Marine BioEnergy, Inc. or 
related to the proposal(s) that led to that 
award, that mentions or refers to the 
evaluation, selection, and/or approval of 
the University of Southern California as a 
project participant, whether authored by 
DOE, Marine BioEnergy, Inc., the 

University of Southern California, or any 
other person. 

HO-2018- 

01680-F 

Ruggiero, Greg 

Concerned 
Parents and 
Families of 
Garwood, 
Cranfo 

09/27/2018 

Requesting any and all documents relating 
to the activities of ALCOA (Aluminum 
Company of America) in Garwood, New 
Jersey and any and all documents relating 
to activities of Metallurgical Laboratory in 
Garwood New Jersey in regard to 
experiments conducted with, but not 
limited to, uranium and any and all other 
weapons-related experimentation 
conducted in Garwood. Please include 
document referred to as MUC-ABG-228 in 




















document MUC-ABG-231 from A.B. 
Greninger dated August 9, 1944. Please 
also include any subsequent documents 
that suggest dumping by ALCOA at 
Garwood site, including but not limited to 
police reports and fire department reports 
of spontaneous combustion of 
inadvertantly unearthed buried jars and 
containers. Attachment: MUC-ABG-231 
from A.B. Greninger dated August 9, 1944 
referencing MUC-ABG-228. 

HO-2018- 

Malfitano, 

Richard 


09/27/2018 

All records for my deceased father, Emil J. 
Malfitano, a former Rocky Flats worker. 

01681-F 

HO-2018- 

Stafford, Randy 


09/27/2018 

I'm seeking the audio and video recording 
of the February 5th, 2018 Rocky Flats 
Stewardship Council Board of Directors 
meeting (see 

http://rockyflatssc.org/meetin g- 
info.html). 

01682-F 


HO-2018- 

McCollums, 

| ohn 

PVE LLC 

09/27/2018 

Under the Uranium Mill Tailings Radiation 
Control Act of 1978, the DOE completed 
some form of activities on the subject 
property and provided a letter to be filed 
with the deed on February 6, 1986. There 
is a reference to a Vicinity Property No CA- 
073, 1000 Hahn Road, Cecil, PA. The 
letter was from a J ohn G. Themelis, 
project manager, with the DOE 
Albuquerque, NM office. 

01683-F 


HO-2018- 

Lefebvre, Ben 

Politico 

09/27/2018 

Communications, electronic and 
otherwise, to or from DOE officials relating 
to Save The World Air, 1 nc., and tests the 
DOE's Rocky Mountain Oilfield Testing 
Center conducted on the company's 
pipeline flow technology that resulted in a 
final DOE report on or around October 
2011. 

01684-F 


HO-2018- 

Lipsky, J on 

Rocky Flats 
Technical 

Group 

09/27/2018 

1. Any and all Rocky Flats Nuclear 

Weapons Plant documents, including but 
not limited to inventory locations, 
machining areas, waste codes, waste 
storage locations, handling procedures, 
and procedures to decontaminate residual 
radiation from beryllium parts for 
uranium/beryllium alloy, 
magnesium/beryllium allow, and bills of 
lading of beryllium parts shipped to/from 
Loral American Beryllium and the 
Department of Energy during the date 
range of 1975 to 1992; 2. A copy of the 
2017-2022 Rocky Flats Stewardship 

Council Grant that replaced the 2012 

Rocky Flats Stewardship Council Grant, 
number DE-FGOI-O 6 LMOOO 8 O; 3. A copy 
of the 1) Management and Operations, 2) 
Safety, 3) Environment, and 4) Legal 
Matters Assessments reported by the 
Special Assignment Team that began on 

J une 6, 1989 at the Rocky Flats Nuclear 
Weapons Plant, Colorado; 4. Copies of the 
following documents from the Rocky Flats 

01685-F 























Environmental Master File: 1) Building 123 
environmental air sampling network and a 
water and vegetation-sampling program; 

2) Rocky Flats burial sites document and 
its appendices, what was in the sites and 
history of the 903 area, document number 
60-13350 authored by E.A. Putzier in 
about 1970; 3) document number 60- 
13886 authored by Ken Freiberg; and, 4) 
a copy of the indices of documents with all 
parameters including but limited to 
author(s) name(s), date(s) of report, 
subject matter, title, contract reference, 
abstract of report. 


HQ-2018- 

01686-F 


b) (6) 


09/27/2018fTrying to find out if I was exposed to 
radiation in the areas where I worked, 
including the outdoor storage areas. 


HQ-2018- 

01687-F 


McDougal, 

Phoebe 


09/28/2018* Source and Special Material Shipping 
Forms. These forms were used to 
document Sylcor's nuclear material 
transfers as a "shipper" and/or "receiver" 
during the period of interest to us. 
Commercial transactions approved by the 
U.S. Atomic Energy Commission (AEC) 
were recorded in AEC Form 388. 
Transactions involving direct government 
work were document in AEC Form 101. 

We are interested in release of any 
relevant forms as well as any and all 
documentation accompanying the forms, 
including, but not limited to 
correspondence. * Monthly Material 
Balance Reports. These were recorded on 
AEC Form 577 for the period of interest2 
and were submitted by Sylcor to the AEC. 

* Cumulative Material Balance Reports 
covering the period 1951-1966. These 
forms or inventory reports were also 
known as "June Reports." AEC forms of 
interest may include modified AEC Form 
577 as well as AEC Form 578. * Any and 
all associated schedules, sub-schedules, or 
other documents attached to, or 
referenced by the Monthly Material 
Balance Reports and the Cumulative 
Material Balance Reports. I am interested 
especially in any schedules sub-schedules, 
or other documents that document nuclear 
materials transfers not otherwise 
documented on Source and Special 
Material Shipping Forms (AEC Forms 388 
and 101). 


HQ-2018- 

01688-F 


Gipe, J eff 


09/28/2018A box list of Rocky Flats video and films 
that are located at the FRC 


HQ-2018- 

01689-F 


Barrie, Terrie 


Alliance of 09/28/2018 All documents related to an "emergency 
Nuclear Worker situation" which occurred on December 3, 

Advocacy 1985 during the day shift in Rocky Flats 

Groups Building 771. The documents requested 

are to include, but not limited to, the 
incident report, investigation into the 
c ause, information on severity of the 
























situation, and any recommendations made 
to prevent a similar situation, reports on 
any radiological or chemical exposures 
which resulted from the emergency 
situation. 

HO-2018- 

01690-F 

Baukat, Donna 

Community 
Compassion 
Outreach, 1 nc. 

09/28/2018 

May 11, 2018, Message from the Durango 
City Manager addressed to DOE and the 
Colorado Department of Public Health and 
Environment, describing the City's 
Sheltering Area Plan for people 
experiencing homelessness to camp 
overnight on the ground without structure 
or radon mitigation. 

HO-2018- 

01691-F 


El A within DOE 

09/28/2018 

1 am requesting all of the below in regards 
to me as a person and a federal 
employee: — requests for reports — 
reports — FOIA(s) — data packets — 
metadata — surveys solicited and/or 
conducted about me or my work — 
databases and coding done to 
contain/present data/files 
on/about/concerning me — Pll or 
otherwise personal related information 
related to me as a person — Information 
from my personal non work phone device 
or personal Verizon accounts — personal 
social media 

data/files/photos/videos/media collected 
and accessed on me — investigations 
requested, and by what entity and for 
what purpose — investigations completed 
— emails, snail mail, and Skype/IM 
records referencing these activities — the 
names of the individuals who were 
involved in any of the aforementioned — 
the cumulative hours/dollars spent on the 
above activities on Government 
equipment and with Government 
personnel being paid or otherwise 
compensated/rewarded with for their 
activities to collect/process the above 
items — the names of any and all parties, 
organizations, legal councils/authorities 
and/or agencies that have been contacted, 
the manner and individuals who 
contacted/solicited activity from them, as 
well as any files being passed back and 
forth form and and all of the above 
activities — servers used and server space 
required that were used to hold/collect the 
above activities, even if they are now 
deleted/destroyed — printers that were 
used by employees in order to print out 
materials they were tabulating/processing 
on any of the above mentioned so as to 
avoid any electronic records if an 
investigation were to be done. The teams 
that were involved were contractors for 

El A, contractors for the web teams, 
contract project managers for EIA, federal 
employees on the webteam, IT personell, 
ORTM personnel, data analysts on the 


















Office of Survey Development and 
Statistical Integration team, some 
contractors that no longer work with El A. 
The activities started shortly after June of 
2016 and is continuing. 

HO-2018- 

(b) (6) 


09/28/2018 

Medical Radiation Exposure Report 
Personnel Records Occupational and 
Industrial Records X-Ray Reports Other If 
"other" is checked, please describe the 
type of records you are requesting: 1 need 
daily records of all buildings he entered on 
the site & reasons, with time spent in 
each. 

01692-F 


HO-2018- 

erison, Deb 


09/28/2018 

1. Documents described in October 19, 
1999 letter from DOE (James Fiore) to 
Army Corps of Engineers (William 
Augustine)-A copy is located at: 
http://www.eecap.org/PDF Files 
/Ohio/Scioto/OH.45A-5.pdf. 2. Any 
records or documents of or discussing 
radiation monitoring for the property 
known by various names as Scioto 
Laboratory, Dayton Project VI, Monsanto 
Building, Marion Engineer Depot, Scioto 
Ordnance Plant, River Valley School, 
General Depot Service, Marion War Aid 
Depot, Marion Quartermaster Depot, 

Marion Holdinq and Reconsiqnment Depot. 

01693-F 


HO-2018- 

Hawley, 

Christine 

Hydros 

Consulting 1 nc. 
on behalf of 
the Woman 
Cree 

09/28/2018 

Environmental data from the Rocky Flats 
DOE/Legacy Management Site in 

Colorado. An excel spreadsheet with daily 
flow records (including estimated flows) 
for calendar years 2005 through 2017 for 
the following Rocky Flats Site surface 
water locations: SW027, GS31, GS08, 
GS10, GS11, GS51, and SW093. An excel 
spreadsheet summarizing surface water 
composite sample collection start and end 
dates (as well as NSQ designations) for 
calendar years 2005-2017 for the same 
Rocky Flats Site surface water locations: 
SW027, GS31, GS08, GS10, GS11, GS51, 
and SW093. 

01694-F 


HO-2018- 

McCarty, Teresa 

The Marker 
Group, Inc. 

09/28/2018 

John Preston A complete and unabridged 
copy of ANY AND ALL MEDICAL RECORDS. 

01695-F 

HO-2018- 

DeGarmo, 

Denise 


09/28/2018 

ALL records for Mallinckrodt Weldon 

Spring facility. This includes but not 
limited to facility operations, radiological 
materials, radiation protection practices, 
operational period 1957-1966, 
environmental monitoring period 1975- 
1984, remediation period 1985-2002, air 
concentrations and dust studies, intake of 
radionuclides, dosimetry, employment 
categories, etc. 

01696-F 


HO-2018- 

DeGarmo, 

Denise 


09/28/2018 

ALL records for General Electric Pinellas 
Plant in Largo Florida. This includes but 
not limited to facility operations, 
radiological materials, radiation protection 
practices, operational period , 
environmental monitoring period, 

01697-F 


























remediation period, air concentrations and 
dust studies, intake of radionuclides, 
dosimetry, employment categories, etc. 


HQ-2018- 

01698-F 


DeGarmo, 

Denise 


09/28/2018AII available records related to the 

classified "Heather" project conducted at 
the Pinellas Plant in Largo Florida. 


HQ-2018- 

01699-F 


Dam, William 


Legacy 

Management 


09/28/2018(b) (6) 


















HO-2018- 

Lipsky, J on 

Rocky Flats 
Technical 

Group 

01700-F 



09/28/2018AII invoices submitted by Kirkland & Ellis 
LLP from 1987 to 1995 regarding legal 
work regarding the Rocky Flats Nuclear 
Weapons Plant, Rocky Flats Environmental 
Technology Site or any derivative of Rocky 
Flats, Golden, Colorado on behalf of Dow 
Chemical or Rockwell International or US 
_ Department of Energy. _ 


Total No of Requests : 102 











